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to take up and carry on the work of its development. On
December 23, 1885, he, in company with H. H. Westing-
house, John Caldwell, Frank L. Pope, John Dalzell, John
R. McGinley, C. H. Jackson, and Robert Pit cairn, executed
articles of association and an application for a charter for
a corporation to be known as the Westinghouse Electric
Company, the capital stock of which was to be $1,000,000.
Among the assets of the corporation were twenty-seven
patents and applications relating to the electrical art in-
cluding those of Gaulard and Gibbs, Stanley, Shallenberger,
and others. The charter was granted January 8, 1886,
and the practical organization of the company was effected
March 8, 1886, Westinghouse being made President, H.
H. Westinghouse, Vice-President, A. T. Rowan, Secretary,
and Guido Pantaleoni remained General Manager until
September 15,1886, when he resigned and H. H. Byllesby,
who had been the electrical executive of Westinghouse,
Church, Kerr & Company, was elected to that office.

Late in 1885 Stanley's health having been impaired he
had mov-ed to Great Barrington, Mass., and Westinghouse
assumed the expense of conducting there a laboratory for
the purpose of further developing and practically demon-
strating the utility of the alternating system. Belfield,
who had brought over the Gaulard and Gibbs apparatus
and who had spent a few weeks with Westinghouse at Pitts-
burgh, helping in the design of the new transformer, went
with Stanley. Their chief work was to develop the trans-
former commercially. They designed, built, and installed
an experimental plant at Great Barrington, comprising a
dynamo sent over from England and wires extending to
various stores in the center of the town, where were placed
transformers feeding lamps for lighting the stores. The
operation of this experimental plant began March 16,